&® Audi A4 Wiring Diagram No. 42/1 


Starter, Clutch Pedal Switch Locking Relay 
= For manual transmission with US-equipment 
From 2003 m. y. 


Notes: 
Informations for 
@ Relay and fuse arrangement 


@ Connector arrangement 
@ Control units and relays 
@ Ground connections 


= Component Locations! 
Informations for 
@ Troubleshooting Procedures 


= Guided fault finding 


12.2005 


&® Audi A4 Wiring Diagram No. 42/2 


Starter, Clutch Pedal Switch Locking Relay 


Starter 

Ignition/Starter Switch 

Clutch Pedal Starter Interlock Switch 

Starter, Clutch Pedal Switch Locking Relay 

10-Pin Connector, brown, connector station E-box, plenum chamber 
17-Pin Connector, white, connector station E-box, plenum chamber 


) Ground Connection 1 (in interior wiring harness)) 


* > Current wiring diagram for engine 
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